STOCKTON ST SET ~ " i 

MARL. LIGHTS K.S. REG.JJMM F.T'.B. 
630 (PC) — 


.Effective Date: April 26, 1932- 
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FILTER 5 PEC(FTCAT ION 50R MARLSORO LIGHTS K,S. REGULAR 83 HM F.T.G. 


T1 


Filter Rod - 4 U 07 108mm Length Z7 

Plug Maker - KDF-e/AF-1 ; MARK V l/MINIATURE " T ' “ 

Tow - 3.7/48.0CC #10; P.M. Materia! Code Q5 - 520-A{EAST); 05-520-8(CEL) - 

Plasticizer - Pz.T-lll-X § 3% of Dry Weight; P.M. Materia! Code 05—832—A 
7 .!4 gms/100 i08mm Rods 

KO F-2/MARK VI Plug-Wrap - Dexter X *4 3 5 5 ■ 26.5mffi x 4C0CM; F.M, Mater la-1 Code 06-171-A 

Glue Lines - Two .. - •— 

Type - Polymer 255^1IX; P.M. Materia! Code o!-QQ7 - A 

Pclyiter 42&-1 40 MV; P.M. Material Code 6 :-3 28-A 

K0F-2/MARK V! Lap-Adhesive - An'sco 223; P.M. Material Code 61-211-A 

Fuiiler 1 3556; P.M. Material Code 61-2C2-A 
Fuji 1 er 1076; P.M. Material Code 61 - 201-A 

Circumference - 2k ,70mm (Laser Hike) 


Resistance to Draw- 


Dry Weight 


108mm Rod - 15.80 inches of water (TOTAL ENCAP) 
27-tTi Plug- 3-90 inches water 

79-36 gmsi/1 CO i08mm Rods £ 


Dry Weight (W/GL) -- 79 • oJ-gmsV 1 CO 108mm Rods 


Wet Weight (W/GL) 


gr 07 gms/100 10Srr-.m P.ods 


Prepared By: 
Approved 3y: 
/cyd 


rehb' e J Morgan 
bj^fwt/^ns Se rv jrtOS 


This supersedes specification gated July 28, 198]. Reason for Change: 

Plugwrap changed fajm Sch. . 17M1; 26.5mm x 5000H; P.M. Material Code 06-204-A 
tc Dexter X4855; 2fc5mm x 4000M; P.M. Material Code 06-171-A. 
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Source: https://www.industrydocuments.ucsf.edu/docs/yfhm0004 



